£4/7 



pureau of Jf tre ^rebentton 
<©f tfte 

Porougf) of 3fto£elle3Park 

CERTIFICATE OF INSPECTION 


STATE 

Reg. No.: 2015-50284-001-01 
Code Use: BF03 


LOCAL 
ID No.: 0010 


Is issued to MILES F KELLY 


for premises at 210 W. Westfield Ave., 


Roselle Park, N. J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to thp Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. 

Issuance authorized on: January 1, 2017 



This Certificate Expires: January 1, 2018 


Business Owner: MYLES F. KELLY INC Building Owner: JEFF KELLY 

210 W. WESTFIELD AVENUE 

ROSELLE PARK, NJ 07204 MOUNTAINSIDE, NJ 

908-245-7296 908-518-0585 


This certificate must he posted on vestibule wall 









Is issued to PUMP IT UP 


bureau of Jftre IDrebentton 
©f tfje 

Porougl) of B&osielle iParfe 

CERTIFICATE OF INSPECTION 


STATE 

Reg. No.: 2015-074387 
Code Use: CF01 


LOCAL 

ID No.: LHU-010 


for premises at 153 E WESTFIELD AVE, 


Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any lime for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been 
minimum requirements of the New Jersey Uniform Fire Code. 

Issuance authorized on: January 1, 2017 by __ 

This Certificate Expires: January 1, 2018 

Business Owner: Building Owner: 



This certificate must be posted on vestibule wall 









Zo! 1 



Putmu of Jftre flrebentton 

©f tf)£ 

orougf) of ^ogclle ^ark 

CERTIFICATE OF INSPECTION 


STATE 

Reg. No.: 2015-59945-001-01 
Code Use: AD01 


LOCAL 
ID No.: 0089 


Is issued to SOMERSET TIRE 


for premises at 79 W WESTFIELD AVENUE, 


Roselle Park, N J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. 

Issuance authorized on: January 1, 2017 



(Expires: January 1, 2018 


Business Owner: SOMERSET TIRE SERVICE INC 
P.O. BOX 2001 

BOUNDBROOK, NJ 


Building Owner: SOMERSET TIRE SERVICE INC 
P.O. BOX 2001 

BOUNDBROOK, NJ 


This certificate must be posted on vestibule wall 





Z&/7 

bureau of Jftre iprebentton 
©itfyz 

Porougl) of 3R.ogcllo^ark 

CERTIFICATE OF INSPECTION 

Is issued to BIG A SERVICE CENTER for premises at 139 E WESTFIELD AVE, 

Roselle Park, NJ. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 



STATE 

Reg. No.: 2015-41278-001-01 
Code Use: 


LOCAL 

ID No.: LHU-003 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. 


Issuance authorized on: March 1, 2017 



.ofhciaT— 


This Certificate Expires: March 1,2018 


Business Owner: 


Building Owner: 


This certificate must be posted on vestibule wall. 














7 



bureau o£ Jftre -pretention 
(S^f tfje 

IBorougf) of 3&ogelle|3arfi 

CERTIFICATE OF INSPECTION 


STATE 

Reg. No.: 2015-73331-001-01 
Code Use: A001 


LOCAL 


ID No.: 0101 


Is issued to CHILDREN’S SPECIALISED HOSPITAL 


for premises at 316 W. Westfield Avenue, 


Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. 

Issuance authorized on: March 1, 2017 



This Certificate Expires: March 1, 2018 


Business Owner: Michael Carpio Building Owner: 

316 W. Westfield Avenue 

Roselle Park, New Jersey 
908-389-5611 


This certificate must be posted on vestibule wall 













bureau of Jftre -prebentton 
#f tfje 

ptorougf) of Moselle iPark 

CERTIFICATE OF INSPECTION 


STATE 

Reg. No.: 2015-074390 
Code Use: 


LOCAL 

ID No.: LHU-008 


Is issued to DANCERS POINTE for premises at 122 E WESTFIELD AVE, 

Roselle Park, N .J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety/ftct and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. /f ^ y\ 


Issuance authorized on: March 1,2017 


This Certificate Expires: March 1, 2018 


Business Owner: 


Building Owner: 


This certificate must be posted on vestibule wall 










>/7 



bureau of jftre $rebentton 
©f tfje 


STATE 

Reg. No.: 2015-51344-001-01 
Code Use: AD01 


Porougf) of Moselle |3ark 

CERTIFICATE OF INSPECTION id No.: 


LOCAL 

0021 


Is issued to FIRST INDEPENDABLE AUTO REPAIR for premises at 410 E. WESTFIELD AVENUE, 

Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations axe satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. 

Issuance authorized on: March 1, 2017 



FIREOFFICIAL\^ 

This Certificate Expires: March 1, 2018 


Business Owner: ISIDRO CRUZ 


908-568-9363 


Building Owner: FIRST INDPENDABLE AUTO REPAIR 
410 E. WESTFIELD AVENUE 

ROSELLE PARK, NJ 07204 


This certificate must be posted on vestibule wall 












2*r7 



Code Use: 


bureau of Jftre $rebmtton 
01 tbe 

Porougf) of Moselle<jp)ark 

CERTIFICATE OF INSPECTION id No 


STATE 

Reg. No.: 2015-40906-001-01 


LOCAL 

0039 


Is issued to Nandha Gas & Go LUC (CITGO ) 


for premises at 452 E. Westfield Avenue, 


Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any lime for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. 

Issuance authorized on: March 1, 2017 



This Cer 


: Expires: March 1, 2018 


Business Owner: Nandha Gas & Go LLC 


Building Owner: Nandha Gas & Go LLC 
452 E. Westfield Avenue 

Roselle Park, NJ 
908-241-7984 


This certificate must be posted on vestibule wall 









<£v7 



^Bureau of Jftre -pretention 

©f tf)E 


STATE 

Reg. No.: 2015-45812-001-01 
Code Use: 


IBorougf) of Moselle‘Park 

CERTIFICATE OF INSPECTION id No.: 


LOCAL 

0094 


Is issued to NORTE SANMAR AUTO BODY for premises at 474 E WESTFIELD AVENUE, 

Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fixe Code. 


Issuance authorized on: March 1, 2017 





FIRE OFFICIAL 


This Certificate Expires: March 1, 2018 


Business Owner: JOSE PHILIPE NORTE 

474 E WESTFIELD AVENUE 

ROSELLE PARK, NJ 
732-921-6185 


Building Owner: JOSE PHILIPE NORTE 

474 E WESTFIELD AVENUE 

ROSELLE PARK, NJ 
732-921-6185 


This certificate must be posted on vestibule wall. 













Zar7 



bureau of Jftrc ^retention 
#f ttje 

^orougl) of Moselle |=)arft 

CERTIFICATE OF INSPECTION 


STATE 

Reg. No.: 2015-49975-001-01 
Code Use: bb05 


LOCAL 
ID No.: 0069 


Is issued to Sarino's Auto Body for premises at 372 E. Westfield Avenue, 

Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. 

Issuance authorized on: March 1, 2017 



This Certificate Expires: March 1, 2018 


Business Owner: JOE SARINO 

372 E. Westfield Avenue 

Roselle Park, NJ 07204 
917-337-3341 CELL 


Building Owner: JOE SARINO 

372 E. Westfield Avenue 

Roselle Park, NJ 07204 
917-337-3341 CELL 


This certificate must be posted on vestibule wall 


















£s>/7' 



bureau of Jftre -prebentton 

tfie 

porous!) of 3&ostelle:Park 

CERTIFICATE OF INSPECTION 


STATE 

Reg. No.: 2015-40906-001-01 
Code Use: AF01 


ID No.: 


LOCAL 

0092 


Is issued to SONU GASOLINE 


for premises at 452 E WESTFIELD AVENUE, 


Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. _ / / S) 


Issuance authorized on: March 1, 2017 





FIRE OFFICIAL V 


This Certificate Expires: March 1, 2018 


Business Owner: SONU GASOLINE INC Building Owner: SONU GASOLINE INC 

425 E WESTFIELD AVENUE 425 E WESTFIELD AVENUE 

ROSELLE PARK, NJ ROSELLE PARK, NJ 


This certificate must be posted on vestibule wall 










z&n 



bureau of jftr t pretention 

®t tfje 

porous!) of IXoSelle Park 

CERTIFICATE OF INSPECTION 


STATE 

Reg. No.: 2015-45646-001-01 
Code Use: BB05 


LOCAL 
ID No.: 0022 


Is issued to UNION COUNTY COLLISION, LLC. 


for premises at 7 LINDEN ROAD, 


Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any lime for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. 

Issuance authorized on: March 1, 2017 



icate Expires: March 1, 2018 


Business Owner: CHRIS AND ERIC FABER 

7 LINDEN ROAD 

Building Owner: DORIS FABER 

23 HIGHLAND RD 

ROSELLE PARK, NJ 07204 
908-245-0147 

ELIZABETH, NJ 07208 
908-245-0147 


This certificate must be posted on vestibule wall. 









bureau of Jftre ^retention 
©f tfte 

Porougf) of 3&o gelled ark 

CERTIFICATE OF INSPECTION 


STATE 

Reg. No.: 2015-RP107-1208 
Code Use: 


LOCAL 
ID No.: 0041 


Isissuedto Viking Plumbing for premises at 107 Columbus Place, 

Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. y 


Issuance authorized on: April 1, 2017 





FIRE 


This Certificate Expires: April 1, 2018 


Business Owner: JOHN COLINERI 


Building Owner: JOHN COLINERI 


908-272-2564 


908-272-2564 


This certificate must be posted on vestibule wall 












1 


7^/7 



^Bureau of Jftre $rebentton 
#f tftc 

porougf) of Moselle |3ark 

CERTIFICATE OF INSPECTION 


STATE 

Reg. No.: 2015-48401-001-01 
Code Use: AD04 


LOCAL 


ID No.: 0073 


Is issued to Aldene Cleaners 


for premises at 570 W. Westfield Avenue, 


Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. 


Issuance authorized on: May 1, 2017 







FIRE OFFICIAL 


Expires: May 1,2018 


Business Owner: John Lee Building Owner: John Lee 

510 W. Westfield Avenue 510 W. Westfield Avenue 

Roselle Park, NJ 07204 Roselle Park, NJ 07204 


This certificate must be posted on vestibule wall 













2ef7 



bureau of Jftre iPrebentton 
Porougf) of UXotfelleiPark 

CERTIFICATE OF INSPECTION id No. 


STATE 

Reg. No.: 2015-40282-001-01 


Code Use: AG01 


LOCAL 

0079 


Is issued to BURGER KING 


for premises at 560 W. Westfield Avenue, 


Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 



Business Owner: Psradise Enterprises LLC 
T:A Burger King 
119 South Pemberton Road 
Pemberton, NJ 
609-894-2175 


Building Owner: Psradise Enterprises LLC 
T:A Burger King 
119 South Pemberton Road 
Pemberton, NJ 
609-894-2175 


This certificate must be posted on vestibule wall. 

















Is issued to FDR HITCHES 


bureau of Jftte pretention Reg No 2015 ^ 9 

©Ifyt Code Use: 

IBorougfj of Moselle Park 

CERTIFICATE OF INSPECTION id No • lhu-oo 6 

for premises at 120 W WESTFIELD AVE, 


Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to Jhe Uniform Fir 
minimum requirements of the New Jersey Uniform Fire Code. 

Issuance authorized on: May 1,2017 

u 

This Certificate Expires: May 1, 2018 



Business Owner: 


Building Owner: 


This certificate must be posted on vestibule wall 

















^Bureau of Jfttt $rebmtton 
(S^f t f)t 

Porougf) of 3Xo£elle|iark 

CERTIFICATE OF INSPECTION 


STATE 

Reg. No.: 2015-45792-001-01 
Code Use: AG01 


LOCAL 
ID No.: 0096 


Is issued to LA C ANTENA RESTAURANT 


for premises at 386 E WESTFIELD AVENUE, 


Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced properly has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform 1 

Issuance authorized on; May 1, 2017 



Business Owner: XHEMA HUSENAJ 

386 E WESTFIELD AVENUE 

ROSELLE PARK, NEW JERSEY 
908-298-0828 


Building Owner: XHEMA HUSENAJ 

386 E WESTFIELD AVENUE 

ROSELLE PARK, NEW JERSEY 
908-298-0828 


This certificate must be posted on vestibule wall. 








2e<"7 



bureau of Jftre -prebentton 
<©f tf)£ 


STATE 

Reg. No.: 2015-45551-001-01 
Code Use: AG01 


^orougf) of 3R.oSelleiPark 

CERTIFICATE OF INSPECTION ID No 


LOCAL 

0070 


Is issued to McDONALDS for premises at 100-108 W. Westfield Avenue, 

Roselle Park, N .J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State .of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 



Business Owner: Franglo LTO 

Building Owner: Franglo LTO 

1818 E. Elizabeth Avenue 

1818 E. Elizabeth Avenue 

Linden, NJ 07036 

Linden, NJ 07036 

908-587-0277 

908-587-0277 


This certificate must be posted on vestibule wall. 









Zorr 



bureau of Jftre $rebentton 
<9f tfte 

porougl) of 3S.O£ielle^arfe 

CERTIFICATE OF INSPECTION 


STATE 

Reg. No.: 2015-53747-001-01 
Code Use: AG01 


LOCAL 
ID No.: 0113 


Is issued to AMERICAN LEGION POST #60 for premises at 34 E. Westfield Avenue, 

Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. 

Issuance authorized on: June 1, 2017 



/ / ' HRE OFFICIAL 

This Certificate Expires: June 1, 2018 


Business Owner: 


Building Owner: American Legion Home #60 
P.O. Box 59 


This certificate must be posted on vestibule wall 
















bureau of Jftre ^retention 
©f tfoe 

Porous!) of Moselle 3 $ark 

CERTIFICATE OF INSPECTION 


STATE 

Reg. No.: 2015-50165-001-01 
Code Use: BB01 


LOCAL 
ID No.: 0078 


Is issued to CUSUMANO PERMA-RAIL for premises at 213 W. Westfield Avenue, 

Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any lime for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. 

Issuance authorized on: June 1, 2017 



Expires: June 1, 2018 


Business Owner: Jeff Cusumono 

20 Bloomfield Road 


Building Owner: Jeff Cusumono 

20 Bloomfield Road 


Manalapan, NJ 07726 
732-303-1543 


Manalapan, NJ 07726 
732-303-1543 


This certificate must be posted on vestibule wall. 














Putemi of Jftrc $tebentton 
91 tfje 


STATE 

Reg. No.: 2015-074396 
Code Use: 


poroug!) of ;Eoetelle;Park 

CERTIFICATE OF INSPECTION ED No: 


LOCAL 

LHU-009 


Is issued to JP AUTO TECH LLC. for premises at , 

Roselle Park, N .J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fi yi Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. 

Issuance authorized on: June 1, 2017 



Expires: June 1, 2018 


Business Owner: 


Building Owner: 


This certificate must be posted on vestibule wall. 









bureau of Jftre $rebmtton 
®t tfje 

plorougf) of 3&ogelle “Park 

CERTIFICATE OF INSPECTION 


STATE 

Reg. No.: 2015-074385 
Code Use: AD02 


LOCAL 

ID No.: LHU-011 


Is issued to LED PRICE/SIGN DELTA GAS for premises at 101 W WESTFIELD AVE- A, 

Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Firy! 
minimum requirements of the New Jersey Uniform Fire Code. 

Issuance authorized on: June 1, 2017 


This Certificate Expires: June 1, 2018 


Act and satisfies 



Business Owner: 


Building Owner: 


This certificate must be posted on vestibule wall 










\ 



^Bureau of Jftre -pretention 
#f tfre 


STATE 

Reg. No.: 2015-72584-001-01 
Code Use: 


Porougf) of UXoSelleiPark 

CERTIFICATE OF INSPECTION ID No 


LOCAL 

0088 


Is issued to MASTAPETER FUNERAL HOME for premises at 400 FAITOUTE AVENUE, 

Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. 

Issuance authorized on: June 1, 2017 



This Certificate Expires: June 1, 2018 


Business Owner: MASTAPETER FUNERAL HOME 
400 FAITOUTE AVENUE 

ROSELLE PARK, NJ 


Building Owner: MASTAPETER FUNERAL HOME 
400 FAITOUTE AVENUE 

ROSELLE PARK, NJ 


This certificate must be posted on vestibule wall. 






Z*/7 



pureau of Jftre ^rebenttoti 
<&t tfje 

Piorougf) of ^.ogellc^ark 

CERTIFICATE OF INSPECTION 


STATE 

Reg. No.: 2015-5394-002-01 
Code Use: AFO 


LOCAL 
ID No.: 0081 


Is issued to ROSELLE PARK DEPARTMENT OF PUBLIC WOftK£remises at Webster Avenue, 


Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. 


Issuance authorized on: June 1, 2017 





EIRE OFFICIAL 


te Expires: June 1, 2018 


Business Owner: Borough of Roselle Park 
110 E. Westfield Ave 


Building Owner: Borough of Roselle Park 
110 E. Westfield Avenue 


Roselle Park, NJ 07204 
908-245-6222 


Roselle Park, NJ 07204 
908-241-6222 


This certificate must he posted on vestibule wall 








z°n 



bureau of Jfitc ^rebentton 
<Df tfje 


STATE 

Reg. No.: 2015-53941-001-06 
Code Use: 2015 


iiBorougf) of 3&o£telle:Park 

CERTIFICATE OF INSPECTION id No.: 


LOCAL 

0004 


Is issued to ROSELLE PARK POLICE DEPARTMENT-CELL gb£g5fefriises at 110 E. Westfield Avenue, 

Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. s / /) 

Issuance authorized on: June 1, 2017 by _ _ 

T FffiEOE&CIAL 



Business Owner: Borough of Roselle Park 

110 E. Westfield Ave 

Building Owner: Borough of Roselle Park 
110 E. Westfield Avenue 

Roselle Park, NJ 07204 

908-245-2300 

Roselle Park, NJ 07204 
908-241-2300 


This certificate must he posted on vestibule wall. 











2 #/ 7 



bureau of jftre $rebmttott 
©f tfje 

?iorougf) of IkogelleiPark 

CERTIFICATE OF INSPECTION 


STATE 

Reg. No.: 2015-44741-001-01 
Code Use: CHOI 


LOCAL 

ID No.: LHU-002 


Is issued to THE CASTLE 


for premises at 147 W WESTFIELD AVENUE, 


Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected-pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform 1 

Issuance authorized on: June 1,2016 



Business Owner: 147 W WESTFIELD AVENUE LLC Building Owner: 147 W WESTFIELD AVENUE LLC 

147 W WESTFIELD AVENUE 147 W WESTFIELD AVENUE 

ROSELLE PARK, NJ ROSELLE PARK, NJ 


This certificate must be posted on vestibule wall 








2 * {7 



bureau of Jftre ^rebentton 
<&l tfje 

porougfj of IXosiellelterk 

CERTIFICATE OF INSPECTION 


STATE 

Reg. No.: 2015-68190-001-01 
Code Use: AF02 


LOCAL 
ID No.: 0044 


Is issued to Allies Residential Home for premises at 524 Sherman Avenue, 

Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. 


Issuance authorized on: July 1, 2017 





FIRE OFFICIAL 


This Certificate Expires: July 1, 2018 


Business Owner: Allies Inc. 

1263 Whitehouse, Suite A101 
Hamilton Sq. Rd 
Hamilton, NJ 08690 
609-689-0136 


Building Owner: Allies Inc. Building 

1263 Whitehouse, Suite A101 
Hamilton Sq. Rd 
Hamilton, NJ 08690 
609-689-0136 


This certificate must be posted on vestibule wall 















>/7 



bureau of Jftre -prebmtton 
<©f tfje 

Porougf) of 3S.os(eUo^ark 

CERTIFICATE OF INSPECTION 


STATE 

Reg. No.: 2015-55686-001-01 
Code Use: AD04 


LOCAL 
ID No.: 0082 


Is issued to Two Star Cleaners 


for premises at 204 Chestnut Street, 


Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. 


Issuance authorized on: July 1, 2017 





FIRE OFFICIAL 


This Certificate Expires: July 1, 2018 


Business Owner: DOHOON KIM 


908-245-8289 


Building Owner: Royal Star Corp 


This certificate must be posted on vestibule wall 












bureau of Jftre |Dr£bentton 
©f tf)£ 


STATE 

Reg. No.: 2015-43473-001-01 
Code Use: AA02 


^BorougJ) of IXosielle^ark 

CERTIFICATE OF INSPECTION ID No.: 


LOCAL 

0065 


Is issued to Community Methodist Church Nursery School for premises at E. Grant Avenue & Chestnut Street, 

Roselle Park, N J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the ^Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. 

Issuance authorized on: August 1, 2017 



This Certf 


Expires: August 1, 2018 


Business Owner: Northern New Jersey Annual Conf. 

of the United Methodist Church 
E Grant Avenue & Chestnut Street 
Roselle Park, NJ 07204 


Building Owner: Northern New Jersey Annual Conf. 

of the United Methodist Church 
E Grant Avenue & Chestnut Street 
Roselle Park, NJ 07204 


This certificate must be posted on vestibule wall. 















■2»n 



bureau of jftre pretention 

tte 

porougf) of &o£elle Park 

CERTIFICATE OF INSPECTION 


STATE 

Reg. No.: 2015-51871-001-01 
Code Use: AG01 


LOCAL 
ID No.: 0093 


Is issued to VINHUS 


for premises at 157 E WESTFIELD AVENUE, 


Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. 


Issuance authorized on: August 1, 2017 


by 






HRE OFFICIAL 


This Certificate Expires: August 1, 2018 


Business Owner: AMERICO CARACITAS 
738 WOODLAND AVE 

KENILWORTH, NJ. 07033 
973-650-6191 


Building Owner: AMERICO'S REALTY 
738 WOODLAND AVE 

KENILWORTH, NJ. 07033 
973-650-6191 


This certificate must be posted on vestibule wall. 









Z*< 7 



pureau of Jftre -prebentton 
<©f tfje 

Porottgf) of Moselle^ark 

CERTIFICATE OF INSPECTION 


STATE 

Reg. No.: 2015-61673-001-01 
Code Use: 


LOCAL 


ID No.: 0097 


Is issued to ROSELLE PARK ALDENE ELEMENTARY SCHOt&lr premises at W WEBSTER AVENUE, 

Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. / / ) 


Issuance authorized on: September 1, 2017 


by 




FIRE OFFICIAL 


This Certificate Expires: September 1,2018 


Business Owner: ROSELLE PARK BOARD OF EDUCATION 
510 CHESTNUT STREET 

ROSELLE PARK, NJ 
908-245-1522 


Building Owner: ROSELLE PARK BOARD OF EDUCATION 
510 CHESTNUT STREET 

ROSELLE PARK, NJ 
908-245-1522 


This certificate must be posted on vestibule wall 











2&iy 



Purcau of Jf trc $rcbentton 
#f tfte 


STATE 

Reg. No.: 2015-61673-001-01 
Code Use: AE03 


piorougl) of &ostelle;Park 

CERTIFICATE OF INSPECTION ID No 


LOCAL 

0114 


Is issued to ROBERT GORDON ELEMENTARY SCHOOL for premises at 61 W. Grant Avenue, 

Roselle Park, N. J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. _, // / 


Issuance authorized on: September 1, 2017 



This Certificate E: 




riK_ts Kjrr jlujl/al. 


September 1, 2018 


Business Owner: Roselle Park Board of Education 
210 Chestnut Street 

Roselle Park, NJ 07204 
908-241-3944 


Building Owner: Roselle Park Board of Education 
210 Chestnut Street 

Roselle Park, NJ 07204 
908-241-3944 


This certificate must be posted on vestibule wall 








Z*/~7 



bureau of $ ire flrebentton 
#f tfje 

Porougl) of 3&o2elle ^lark 

CERTIFICATE OF INSPECTION 


STATE 

Reg. No.: 2015-61676-001-01 
Code Use: AE03 


LOCAL 


ID No.: 0068 


Is issued to ROSELLE PARK HIGH SCHOOL 


for premises at 18 W. Webster Avenue, 


Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough, of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. 

Issuance authorized on: September 1, 2017 



; Expires: September 1, 2018 


Business Owner: Roselle Park Board of Education 
310 Chestnut Street 

Roselle Park, NJ 07204 
908-241-3944 


Building Owner: Roselle Park Board of Education 
310 Chestnut Street 

Roselle Park, NJ 07204 
908-241-3944 


This certificate must be posted on vestibule wall. 









bureau of Jftre |3rebentton 
©f tfje 

^iorougf) of 3&o£telle;Park 

CERTIFICATE OF INSPECTION id no 


STATE 

Reg. No.: 2015-61675-001-01 


Code Use: AE03 


LOCAL 

0066 


Is issued to ROSELLE PARK MIDDLE SCHOOL 


for premises at W. Grant Avenue, 


Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. 

Issuance authorized on: September 1, 2017 



FIRE OFFICIAL 

Tins”Certificate Expires: September 1, 2018 


Business Owner: Roselle Park Board of Education 
210 Chestnut Street 

Roselle Park, NJ 07204 
908-241-3944 


Building Owner: Roselle Park Board of Education 
210 Chestnut Street 

Roselle Park, NJ 07204 
908-241-3944 


This certificate must be posted on vestibule wall 











bureau of Jftre -pretention 
mtht 


STATE 

Reg. No.: 2015-61676-001-01 
Code Use: AE03 


Porougf) of IXoSelle ^Park 

CERTIFICATE OF INSPECTION ID No.: 


LOCAL 

0067 


Is issued to ROSELLE PARK SHERMAN ELEMENTARY SCH&Ofiremises at 375 W. Grant Avenue, 

Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code- 

Issuance authorized on: September 1, 2017 by 





/ FIRE OFFICIAL 


This Certificate Expired September 1, 2018 


Business Owner: Roselle Park Board of Education 
210 Chestnut Street 

Roselle Park, NJ 07204 
908-241-3944 


Building Owner: Roselle Park Board of Education 
210 Chestnut Street 

Roselle Park, NJ 07204 
908-241-3944 




This certificate must be posted on vestibule wall. 











j&nvmu of Jftre -prebendon 
~~#f tfte 

porougf) of B.o^elle^ark 

CERTIFICATE OF INSPECTION 


STATE 
Reg. No.: 2015-42944 

Code Use: 


LOCAL 
ID No.: 0052 


Is issued to Romerovski Corp for premises at 450 W. Westfield Avenue, 

Roselle Park, NJ. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected puj£^ant to 
minimum requirements of the New Jersey Uniform Fire Code. 

Issuance authorized on: October 1,2017 


ct and satisfies 



Business Owner: Israel Braunstein 


This Certificate Expires: October 1, 2018 


Building Owner: Israel Braunstein 


718-627-1077/917-359-8600 


718-627-1077/917-359-8600 


This certificate must be posted on vestibule wall 












promt of Jf tre ^retention 
(M t \)t 


STATE 

Reg. No.: 2015-074382 
Code Use: 


Ptorougf) of 3&o£elle |Sark 

CERTIFICATE OF INSPECTION ID No 


LOCAL 

LHU-005 


Is issued to COSTA’S RESTUARANT AND PIZZERIA for premises at 120 CHESTNUT ST, 

Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any lime for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to 
minimum requirements of the New Jersey Uniform Fire Code 

Issuance authorized on: October 2, 2017 


Uniform Fife Safety Act and satisfies 



This Certificate Expires: October 2, 201, 


Business Owner: 


Building Owner: 


This certificate must be posted on vestibule wall 
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bureau of Jftre ^rebentton 
©f tf)£ 

Porougf) of 3Xo£elleiPark 

CERTIFICATE OF INSPECTION 


STATE 

Reg. No.: 2015-64104-001-01 
Code Use: AI02 


LOCAL 
ID No.: 0076 


Is issued to CHESTNUT PAINT & HARDWARE 


for premises at 212 Chestnut Street, 


Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. 


Issuance authorized on: November 1, 2017 


by. 





FIRE OFFICIAL 
This^ertificate Empires: November 1, 2018 


Business Owner: TED COHAN 

18 WINFIELD WAY 

Building Owner: TED COHAN 

18 WINFIELD WAY 

SPRINGFIELD, NJ. 07081 
973-376-0569 

SPRINGFIELD, NJ. 07081 
973-376-0569 


This certificate must he posted on vestibule wall. 













^./r 



^Bureau of Jftre ^rebentton 
€>i tfje 

^orougf) of HWelle^ark 

CERTIFICATE OF INSPECTION ID No.: 


STATE 

Reg. No.: 2015-41330-001-01 


Code Use: AG01 


LOCAL 

LHU-001 


Is issued to FRENCHY'S BAR & GRILL 


for premises at 545 W. Westfield Avenue, 


Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected^ pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. 

Issuance authorized on: November 1, 2017 



This Certificate Expires: November 1, 2018 


Business Owner: Frenchy's Bar & Grill 

545 W. Westfield Avenue 


Building Owner: Frenchy’s Bar & Grill 

545 W. Westfield Avenue 


Roselle Park, NJ 


Roselle Park, NJ 


This certificate must be posted on vestibule wall 














bureau of Jftre ^rcbcntion 
0i tfte 

fPorougl) of IkostelleiPark 

CERTIFICATE OF INSPECTION 


STATE 

Reg. No.: 2015-65819-001-01 
Code Use: AD01 


LOCAL 
ID No.: 0062 


Is issued to QUALITY AUTO CENTER 


for premises at 552 W. Westfield Avenue, 


Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. 


Issuance authorized on: November 1,2017 



yryi 


FERE OFFICIAL 


This Certificate Expires: November 1,2018 


Business Owner: Mahesh ShaH/QUALITY AUTO CENTER 
552 W. WESTFIELD AVENUE 

ROSELLE PARK, NJ 
908-245-5300 


Building Owner: Mahesh ShaH/QUALITY AUTO CENTER 
552 W. WESTFIELD AVENUE 

ROSELLE PARK, NJ 
908-245-5300 


This certificate must be posted on vestibule wall. 











2t?r? 



bureau of Jftre -prebentton 
€>f tfje 

iSorougf) of Moselle H3 ark 

CERTIFICATE OF INSPECTION 


STATE 

Reg. No.: 2015-43598-001-01 
Code Use: BG1 5 


LOCAL 
ID No.: 0046 


Is issued to CROSSFIELD PRODUCTS 


for premises at 140 Valley Road, 


Roselle Park, N J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. 


Issuance authorized on: December 1, 2017 


by_; 



This Certificate Expires: December 1, 2018 


Business Owner: Crossfield Products-Rancho Dominguez 
3000 Horcourt Street 


Building Owner: Crossfield Products-Rancho Dominguez 
3000 Horcourt Street 


California, 90221 
310-886-9100 


California, 90221 
310-886-9100 


This certificate must be posted on vestibule wall 














Z&/-7 



bureau of Jftrc $rebentton 
d£f tf )t 


STATE 

Reg. No.: 2015-45909-001-01 
Code Use: BA01 


2§orougf) of 3&ogelleiPark 

CERTIFICATE OF INSPECTION ID No 


LOCAL 

0014 


Is issued to D-K Too! & Die Welding, Inc for premises at 181 W. Clay Avenuye, 

Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. 

Issuance authorized on: December 1, 2017 ^ /fifCd u£/l. ^ 



PISE OFFICIAL 


i Certificate Expires: December 1, 2018 


Business Owner: STAN W Dickerson 


Building Owner: STAN W Dickerson 


908-241-7600 732-223-8393 

This certificate must he posted on vestibule wall 











bureau of Jftrc iPrtbentton 
01 tfje 


STATE 

Reg. No.: 2015-61672-001-02 
Code Use: 


Porougf) of 3&o3elle |3ark 

CERTIFICATE OF INSPECTION ID No.: 


LOCAL 

0087 


Is issued to H & H WHOLESALE & RETAIL for premises at 138 W WEBSTER AVE, 

Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. 

Issuance authorized on: December 1, 2017 



This Certificate Expires: December 1, 2018 


Business Owner: H&H Wholesale & Retail 
138 W Webster Avenue 

Roselle Park, NJ 
908-445-8989 


Building Owner: H&H Wholesale & Retail 
138 W Webster Avenue 

Roselle Park, NJ 
908-445-8989 


This certificate must be posted on vestibule wall 











bureau of jfivz |Drebentton 
(J^f tfje 


STATE 
Reg. No.: 2015-74391 

Code Use: 


Porougf) of itHogelle^ark 

CERTIFICATE OF INSPECTION ID No : 


LOCAL 

LHU-007 


Is issued to HEXACON ELECTRIC for premises at 161 W CLAY, 

Roselle Park, N .J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant 
minimum requirements of the New Jersey Uniform Fire Code. / 

ffy 

-A A- 


Issuance authorized on: December 1, 2017 


by. 



Act and satisfies 


u ^ 

This Certificate Expires: December 1, 2018 


Business Owner: 


Building Owner: 


This certificate must be posted on vestibule wall 














bureau of Jftre Ifrebentton 

<J^f tf)E 


STATE 

Reg. No.: 2015-67941-001-01 
Code Use: AD01 


Porougf) of 3Xo£elteiPark 

CERTIFICATE OF INSPECTION ID No 


LOCAL 

0018 


Is issued to JDS CYCLE PARTS INC for premises at 247 W. WESTFIELD AVENUE, 

Roselle Park, N. J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. —) jj J 

(rS, 


Issuance authorized on: December 1, 2017 


by jL 




^-/////'. Jsl 


-U, 


jj]*?! 

I T T? ^ ! f 1 A V 


JflAL UmUAL 


s Certificate Expix/s: December 1, 2018 


Business Owner: JDS CYCLE PARTS INC 

247 W WESTFIELD AVENUE 

ROSELLE PARK, NJ 07204 
908-245-2445 


Building Owner: SHAWN EISENMENGER 
286 MUNICIPAL ROAD 

ANDOVER, NJ 07821 
973-222-7793 


This certificate must be posted on vestibule wall. 






bureau of Jftre ^rebentton 
©f tf)E 


STATE 

Reg. No.: 2015-074388 
Code Use: AI01 


Porougf) of 3K.o^elle$ark 

CERTIFICATE OF INSPECTION ID No 


LOCAL 

LHU-012 


Is issued to NEWARK PAINT for premises at 340 W WESTFIELD AVE, 

Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursu; 
minimum requirements of the New Jersey Uniform Fire Code. ^ 

Issuance authorized on: December 1, 2017 by_ 



Act and satisfies 


ri yb UFFJLyAL 

This Certificate Expires: December 1, 2018 


Business Owner: 


Building Owner: 


This certificate must be posted on vestibule wall 





2W7 



Is issued to SUN TAVERN 


bureau of Jftre |3rebentton 
<0f tf)£ 

P^orougl) of 3&.og£lle|Sark 


STATE 

Reg. No.: 2015-46856-001-01 
Code Use: AG01 


LOCAL 


CERTIFICATE OF INSPECTION m No : ooso 


for premises at 600 W. Westfield Avenue, 


Roselle Park, NJ. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code, 

<0 


Issuance authorized on: December 1, 2017 




s Certificate Expires: December 1, 2018 


Business Owner: KRISTIE McCRONE 


Building Owner: KRISTIE McCRONE 


908-241-0190 


908-241-0190 


This certificate must be posted on vestibule wall 











bureau of Jftre ^rebenttott 
#f tfje 

ISorougf) of 3kogelleiU3ark 

CERTIFICATE OF INSPECTION 


STATE 

Reg. No.: 2015-42848-001-01 
Code Use: BD05 


LOCAL 
ID No.: 0075 


Is issued to SUNRISE DINER for premises at 61 W. Westfield Avenue, 

Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 

/ 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. ^ // /T 


Issuance authorized on: December 1, 2017 



FIRE OFFICIAL 


This Certificate Expires: December 1, 2018 


Business Owner: MYTOHO BISTROL, LLC. 

HARRY ZAPHIROS(Bob) 


Building Owner: JACOB SOFOCLI 

61 W. Westfield Avenue 


908-967-8026 


Roselle Park, NJ 07204 
908-839-9620 


This certificate must be posted on vestibule wall 









"3s>r7 



bureau of Jfire iPrebentton 
€>i tfte 

orougf) of UXogEllciPark 

CERTIFICATE OF INSPECTION 


STATE 

Reg. No.: 2015-37027-001-01 

Code Use: 


LOCAL 
ID No.: 0049 


Is issued to Surgent's Elite School of Gymnastics for premises at 256 W. Westfield Avenue, 

Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any lime for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. 

Issuance authorized on: December 1, 2017 




FIRE OFFICIAL 
This Certificate Expires: December 1, 2018 


Business Owner: Jim Surgent/DANCERS POINT-241-9595 
256 W Westfield Ave 

Roselle Park, NJ 07204 
908-233-0653 


Building Owner: Jim Surgent 

256 W Westfield Ave 

Roselle Park, NJ 07204 
908-233-0653 


This certificate must be posted on vestibule wall 











Pureau of jftre -pretention 
0i tf )t 


STATE 

Reg. No.: 2015-55725-001-01 
Code Use: AC05 


Porougf) of Moselle^ark 

CERTIFICATE OF INSPECTION ID No.: 


LOCAL 

0038 


Is issued to West End Community Center for premises at 205 W. Clay Avenue, 

Roselle Park, N.J. for having met in accordance with terms and provisions of the ordinances of the Borough of Roselle Park 
and the requirements of the State of New Jersey Uniform Fire Safety Code. This Certificate may be revoked at any time for 
violations and will not be reissued until all violations are satisfactorily corrected. 


This Certifies that the above referenced property has been inspected pursuant to the Uniform Fire Safety Act and satisfies 
minimum requirements of the New Jersey Uniform Fire Code. / /J /~) 


Issuance authorized on; December 1, 2017 


by. 



HKE OFFICIAL 


This Certificate Expires: December 1, 2018 


Business Owner: West End Community Center Building Owner: 

205 W. Clay Avenue 

Roselle Park, NJ 07204 
908-245-9782 


This certificate must be posted on vestibule wall 














